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SECRET •, RAFC-5504 ^ 

Cepy L ef t 


If Jt§4 

MEMORANDUM FOR IKE RECORD 

SUBJECT; Cenversatien* with C. L. liAnton (It January 1956) 

•a Crowed Tower MatetanaRCe and Auto * Hot Maintenance 


25X1 A 


1. I discussed the above subjects several time# with Kelly 
d e base d during hi# one day stay in Washington on 15 January. The 
following wa# agreed; 


a. With respect to ground power maintenance, two 
Lockheed maintenance personnel will shortly he put 
a factory training course in the MR-£ unit. On the basis of 
this training, the Lockheed ma i nten ance personnel o t each 
Detachment edit assume responsibility for routine Cold main* 
tenaaee «f ground fewer equipment, including the MA-! (If It 
is use d), the C~Zl t an d other such flight line equipment currently 
la warn | 

25X1 A 


h. WIA refe rence to the ante pil ot, Lockheed will make 


ar ra n gem ami with 


to provide an engineer 


25X1 A 


who can act as a diagnostician for any troubles encountered with 
Iks auto pilot and Who will himself assist la such field msditt«a~ 

•nee, or replacement of subassemblies, as may ha required. 

1* to Solly’s view that one such technical representative will be 
sufficient for the whole Project, 

i. S ubs equen t to the abov e reported con versations with Kelly, 25X1 A 


I discussed fids matter further with 
{which have also been impressed at 


in view of his misgivings 

shout 


-S' * I \ — ” 

fie readiness «f the Lockheed maintenance personnel to. .perform their own 
basic tasks, f suggested that the two men specially trained on the MR -4 
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added to the c«m^U»u«nt of matntoaane* 

; 4 m fho 9 &rtrwm* if *«cfc action reemed advisable at the date of 
meat «i Detachment A* State* Kelly has already recommended that the 
earn her of Lockheed personnel *a signed to maintain four aircraft, he reduced 
frees 24 to 29* the addition of torn for ground power maintenance would a till 
tame* the total lower than originally planned. 


Xsgd) Richard f/i, BJssefl, Jr, 

RICHARD HU BJS3EJLL, JR, 
Project Director 


ee; Deputy Project Director 
Director of Operation# 
Director of Administration 
Contracting Officer 
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